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found out of order when required. It should, however, be added that
modern forms of the safety lamp, in which the light is surrounded by
a stout glass chimney and only sufficient gauze is used for the admission
of fresh air and for the escape of the combustion products, appear quite
satisfactory ^when employed in an atmosphere containing some free
acetylene.